State of New Mexico 

Purchase Order 



Children, Youth & Family Dept 

PO. DRAWER 5160 
SANTA FE NM 87501 
United States 

Vendor: 0000054399 
SAN JUAN, COUNTY OF 
100 S OLIVER DR 
AZTEC NM 87410 


PO Number to be on all Invoices and Correspondence 

Dispatch via Print 


Purchase Order 

Date 

Revision 

Page 

69000-0000052053 

01/19/2016 


1 

Payment Terms 

Freight Terms 


Ship Via 

Pay Now 

FOB Destination 


Best Way 

Buyer 

FELICIA.LUCERO 

Phone 




Ship To: CYFD/JUVENILE JUSTICE SERVICES 

1120 PASEO DE PERALTA. ROOM 541 
SANTA FE NM 87502 
United States 

Bill To: P.O. DRAWER 5160 

SANTA FE NM 87501 
United States 


Origin: EXE Exc\Excl #: 13-1-98A 

Line-Sch Item/Description Mfg ID Quantity UOM PO Price Extended Amt Due Date 

1- 1 Juvenile Community Corrections 1.00EA 30,000.00 30,000.00 01/19/2016 

services for San Juan County. RFP# 

60-690-15-13251 AN 

69000-83900-3100000000-535300- -009427- - -116-50000 

Schedule Total _ 30 , ooo. oo 

Contract ID. 0000000000000000000019498 Contract Line: 0 Release: 1 

Item Total _ 30. ooo.oo 


Total PO Amount 


30, 000.00 


Agency Approval -1 certify that the proposed purchase represented by this document is authonzed by and is made 
in accordance with all State (and if applicable Federal) legislation rules and regulation I further certify 
that adequate unencumbered cash and budget expenditure authority exists for this proposed purchase and all other 
outstanding purchase commitments and accounts payable 


Authorized Signature 

















State of New Mexico 
General Services Department 


GSD/PD (Rev. 01/11) 



Contract 


Awarded Vendor: 
0000054399 
San Juan County 
100 S Oliver Drive 
Aztec NM 87410 


Telephone No. (505) 334-1100 


Contract Number: 60-690-15-13251AN 
Payment Terms: See Contract 
F.O.B.: See Contract 
Delivery: See Contract 


Ship To: 

New Mexico Children, Youth and Families 

Department 

1120 Paseo de Peralta 

Santa Fe NM 87503 


Invoice: 

NM Children, Youth and Families Department 
Same as Ship To 


For questions regarding this contract please contact: 

Kathleen Branchal (505) 827-4305 


Procurement Specialist: Natalie 
Telephone No.: (505) 827-0251 


Martine 


tinezp^ 




Title: Juvenile Community Corrections Programs and Services 
Term: January 14, 2015 - June 30, 2016 


This Contract is made subject to the “terms and conditions” shown as indicated in this Contract. 

Accepted for the State of New Mexico 




Date: 1/14/16 


Purchasing Division, 1100 St. Francis Drive, PO Box 6850, Santa Fe, NM 87502-6850 (505) 827-0472 












CONTRACT # 16-690-19498 
RFP # 60-690-15-13251 


CONTRACT NO. 16-690-19498 


STATE OF NEW MEXICO 
FOR 

Juvenile Community Correction Services 


DepLfmenf E sSN ma t ^ ‘T'* 6 in ‘° by and between the Child™", Youth 
partment State of New Mexico, herein after referred to as the "agencv" and San 
herein after referred to as the "Contractor." g Cy ’ d S 


and Families 
Juan County 


IT IS MUTUALLY AGREED BETWEEN THE PARTIES: 
Definitions 


B. 


offered under ^ h™** 

dminis,rator ' New " *■« 

C. "Business Hours" means 8:00 a.m. to 5:00 p.m. Mountain Time. 

ins.ru, P ° U,iCal SUbdivi$i °" ° f the ~ a " d *» agencies. 


the State nf N ”^7 MeXiC0 ? ate ?urchasin 8 A g ent " or "NMSPA" means the purchasing agent for 
Purel,asing™genr o7"SPA" ■“ g “ ed re|,resen, a tire - May be used in.erehangeably „i,h -State 

which requires the Contractor to furnish 

Es:^r“ ordcr ’ if ,he purci,ase ° ,der is Jthin ,he «-* 

counties, school districts, institutions of higher education and other jurisdictions not subject to the 
procurement authority of the SPA, are authorized to buy from this Agreement 
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offered under this AgrelmTnt an^hrpr^fofeac^ProVuc't C °T Plete lis * of P roducts and services 
with the prior approval of the Agreement AdministratorNewn TT d f SCri P tions ma > ; b e amended 
to the Products and Services Schedule. products and services shall not be added 

of New Mexico J^hfcoZ'^on! “ We >” or “our” refers to the State 

al,wedby,aw,„Ui P a^^^^ 

2- Scope of WnrL- 


Performance Outcome- 

program 1 will *L ' UVenile C °«*» (JCC) 

well-being. Services will address the ° f ^ permanenc y- and 

• Decreased involvement or termination of involvement with the Juvenile Justice Svstem 

“ C "“‘ h -ping and thinking skills ' 

Impioved academic performance. 

Improved client behavior at home and in the community. 

At least seventy-five (75) percent of clients will successfully complete the JCC Program 
servic a e S l SeV “ ty ' fiVe ^ PerC “‘ ° fC ' ientS wil1 be with the JCC Program's 


Performance Measure- 

• Individualized Client Service Plan 

• Casey Life Skills Assessments 

• Client Satisfaction Survey 

• Discharge Summary and Reports 


Objective: 

miliTg^^^^ youth and their families; by 

staff. Juvenile Probation Office^ Kff and otr , x y ’ “"a™'" 1 agenCy ' local public “hools 
program shall provide ‘ ba ali -’s The 

competent and based on the client's individualized needs. 8 “ respons,ve ' cul ‘urally 


Goals: 

JCC program meets the following goals: 

• Divert adjudicated youth from incarceration. 


Provide services to assist incarcerated youth transitioning back into the community 
iov!de services and interventions for clients including community service opportunities 
and/or facilitating reasonable restitution to society and victims. 
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areas of a ' ld ^ ** rCSUltS * impr ° Vement in the 

* sz'::sr„e d r sys,cm and an cva,ua,ion -—««*» 

Activities: 

A ' Officfn C , C Tr iC “ ? f enB referred by ,he foMowi "« entities: Juvenile Probation 
lice, District Court Judge, District Attorney, Public Defender or Private Attorney 

Juvenile Correctional Facility and the CYFD Supervised Release Board. The clients’ must 
meet the target population® and any questions regarding the appropriateness of clients or 
capacity to meet the target population criteria shall be addressed to the Agency’s luvenile 

^“: v,sion and jcc program Ma ~ The jcc «-* ^.10. r 

All Adjudicated Youth who are on probation status who are at risk of further 
involvement with the Juvenile Justice System. This includes clients on Consent 
Deciees regardless of the level of adjudicated offense (misdemeanor, felony and 
probation violations are all eligible). y 

Committed youth who are on supervised release status. JCC providers may initiate 
JCC services and planning while the client is in CYFD custody. 

Adjudicated youth on probation who are at risk of having their probation revoked. 

B. Ensure clients are presented before the Loeal Selection Panel (LSP), to receive approval 
for program participation. approval 

• The LSP must be developed and ready to review applications. 

1 nT^f 15 WHI ^ C ° mpriscd of representatives from the Judiciary, the office 
of the District Attorney, the office of the Public Defender, the Children, Youth and 
Families Department, the County Sheriff or the Municipal Police Department 
individuals representing local programs and private citizens. 

• I SP members shall hold as confidential all information received relating to referred 
cases and shall not release such information to public inquiry. All LSP members 

S 3 S ' gn , . a . S 7 1 tement agreeing to abide b >' the Principals of confidentiality and 
waivei of liability. At no time will case materials be removed from the meeting site 
and a I case materials will be returned to the JCC program representative upon 
completion of the review process. 

• Members of the LSP who have a conflict of interest with an applicant’s case shall be 
lequi.ed to excuse themselves from voting in regards to the applicant’s approval or 
denial foi paiticipation in the JCC program. 

• LSP members shall discuss the case, approve, deny or defer action on the referral 
and complete and stgn the CYFD Local Selection Panel Review Form. All LSP 
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members shall sign the form (forms can be signed via fax). The decision of the panel 
may be appealed only if new information is available. 

To convene a panel at least fifty percent of the LSP must participate in order to vote 
on u ict ici 01 not an applicant is approved to participate in JCC. LSP members may 
meet in person, via phone conference or by other electronic means. 

Written results of the paneling must be sent to the referral source within five 
business days of the panel decision. If an applicant is denied for services, the written 
tesults must include the reasons for denial along with other recommendations of 
other types of services for the client. 

C. Provide the JCC service components listed in Compensation narrative, during each year 
of the contract period. s y 

Services will be provided in the following county: San Juan. 

Services will be provided in a manner that complies with the current JCC Program 
anual, all applicable Agency policies and procedures, and current Agency 
Administrative and Fiscal Standards incorporated herein by reference. 

The Casey Life Skills Assessment and client’s Service Plan shall be an integral part 
of the program for each client. H 

• Contractor commitment to work with clients during traditional and non-traditional 
hours will be an integral part of the program. 

7* §r ° UP $erViCeS Shal ‘ bC an integral part of the P r °gram. Services 
w,I be delivered to both female and male clients following guiding principles and 

best practices, be gender responsive, culturally responsive and relationship based. 

• Family involvement shall be an integral part of the client’s program, including but 
not limited to parent/guardian participation in the development of/ adjustment to the 
service plan, staffing meetings and any needed family support services. 

D. Ensure clients participate in program services for a minimum of a six (6) month probation 
term to a maximum of a twelve (12) month probation term. 

An exception to the program length will be allowed for clients who are returning to 
t ie community from a juvenile correctional facility or reintegration center with less 
than six months remaining on supervised release status. 

Each JCC Program Director/Supervisor, after staffing the case with the Juvenile 
robation Officer, has the authority to waive the minimum lengths of program 
participation with prior written approval from the Chief Juvenile Probation Officer or 

designee. A copy of the letter must also be submitted to CYFD’s JCC Program 
Manager. 6 

Permission for a client to extend time in the program over the 12 months must be 
g.ven by the CYFD’s JCC Program Manager. Failure to obtain prior approval may 
iesi.lt in non-payment for the services provided beyond the 12-month maximum. 
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R ' hr0U8h,CCPr ° 8ram ^■“—***^ 

1 he JCC Case Manager will conduct a Casey Life Skills Assessment upon each 
client s entrance and exit of the program. 

Develop a service plan in conjunction with the client, family and JPO office. 

The JCC Case Manager will assist the client in the successful completion of the 
service plan. 

bC C ° ndllCted at scheduled intervals designated in the 
lent JCC Program Manual and will include the JCC Case Manager, client 

parent(s)/guard.ans, and Juvenile Probation Officer. Additional individuals may 

attend a case staffing at the request of any team member with the approval of the 
JLC Case Manager. 

• The JCC Case Manager will provide a monthly progress report, no later than the I O'* 
of each month for the previous month's services to the client's Juvenile Probation 
Officer prior to the client’s next case staffing meeting. 

• The JCC Director/Supervisor will review all active client files every ninety days to 

monitor client’s progress. y y 

A Discharge Plan will be drawn up by the JCC Case Manager and the client during 
the chent s parttcpation in the JCC program and shared at the time of the client's 
mal case staffing with parent(s)/guardians and Juvenile Probation Officer. 

A Client Satisfaction Survey will be conducted for each client and recorded in the 
Agency Reporting Tracking Enterprise System (ARTES). The Contractor must 
ensure the survey process is conducted by a staff member other than the JCC Case 
Manager to ensure the client’s anonymity. 

• Client Satisfaction Surveys must be filed in a separate location from the client’s file 

and maintained by the Contractor and available during a CYFD JCC Program 
Manager’s audit. 6 

F. Maintain a file on each client as outlined in the JCC Pregram Manual that contains but is 
not limited to the items listed below. The Contractor must provide for proper 

confident,ahty and security, in accordance with federal and state legal requirements of 
client tiles at all times. 

Referral and required referral attachments 
Approval/denial of Local Selection Panel 
Letter to referring party for acceptance or denial into the program 
Client intake interview and consent forms 
Releases of information 
Casey Assessments 
Service plan and service plan reviews 
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Case notation 

Client satisfaction survey [to be maintained separately! 

Monthly reports 
Supervisory file reviews 
Discharge paperwork 
Financial assistance requests 

SSSr f ° r ^ «“« Zoning 

Collaborate with the Agency's Juvenile Justice Services field offices and Juvenile Justice 
a,Ztace"e e rv"es. t,eS ^ ° ,hCr a8 “ CieS ^ """ ^ <*«* <° ““■'dinate 


H. Develop a process to immediately identify each client's Medicaid eligibility and/or SALUD 


I. 


Establish a written policy with regard to Financial Assistance for clients which outlines the 
utilization and monitoring of the funds. outlines tne 

The Juvenile Probation Office Supervisor or Chief must approve the purpose for 
Winch the funds will be used. Failure to obtain approval may result in nonpayment 
1 inancial Assistance shall be provided to the vendor in the form of a Contractor 
check. At no time will financial assistance be directly given to the clients. 

Copies ol receipts for purchased items must be sent to the CYFD JCC Program 
Manager. 6 

1 he priority population for use of these funds is indigent youth who are in need of 
services or goods that will assist in successfully completing their Service Plan. 

1 he Contractor must follow the Financial Assistance guidelines set forth by the 
current JCC Program Manual. 


J ' Establlsh and implement the following administrative requirements: 

• Maintaining CYFD Criminal Background checks for all staff. 

• Yearly reviews of Local Selection Panel Members. 

• Designated staff to maintain at least 20 hours of related training each year. 

Development of policy and procedures consistent with the CYFD JCC Program 
Manual. B 

• Development of a quality assurance process for the JCC Program. 

Sharing ol JCC programming and budget information with local Board Members. 
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K Ldt : ,e8ral pm ° f the ~ 

Background Checks, page 6 P) participation, please refer to article XXI. 

' xarrs 

w^e7of Slirfom der8 ° “ b ‘" kg ' 0l " ,d Check a,,d sign a confidentiality and 
* ££££*" mUSt be appr ° priate ,0 ,he " ee<is of ">c clients and documented in 

L. Implement Community and Education Development, as an integral part of the program 
Community Education and Development activities will represent efforts made at the 
ocal state and/or national levels to assure a match between the needs of the target 

c!”“ ’ he SCrViCeS Pr ° Vided ^ile justice, public safety and 
‘ ST*? Sha " indUde “ ' 0g ° f aC,ivitieS dates, times, persons 

M. Submit electronically to the Agency monthly demographic, service provision, billing and 

outcome information, as defined in the JCC Program Manual and Agency Reporting 

Tracking Enterprise System (ARTES) User's Manual no later than the 10'" of each month 
for the previous month services. 

* " L ? ke : surve * a " d discharge data must be entered into the Agency's 

ES w'thm 30 days of the client's acceptance into and release from the program. 

“ ” mg form ' Wl,h a " “r'S’ual authorized signature, must be sent to the CYFD 
JCC Program Manager at the address listed below. Non-compliance may result in 
non-payment or the delay of reimbursement. 

Attn: Louis Pacias, JCC Program Manager 
Children, Youth, and Families Department 
Juvenile Justice Services 
4359 Jager Drive NE Suite C 
Rio Rancho, NM. 87144 

R Agency 3 '^ “h™' leP ° , ' tS ’ llP °" of (l,e A 8™cy. i" a format approved by the 

A quarterly report detailing program referral statistics and client progress shall 
accompany the monthly billing statement on a quarterly basis. Cogency " 
JCC Piogram Manager will establish the report format. J 

A wiitten Final Report" shall be submitted to the CYFD’s JCC Program 
Manager a, the end of the contract term. The Final Report wfil detaifT 
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Compensation 


Hiitial Casey Life Skills Assessment and Serv-ice Plan 

o, °n ng c CaSey Life Skills Asses sment and Discharge Plan 
90 Day Service Plan Review 

Case staffing (client, parent, JPO) 

Job Preparation-Individual 


Job Preparation- Per Client Group Rate 

Skills Training and Development-Individual 

Skills framing and Development-Per Client Group Rate 

family Support Service-Individual 

Family Support Service-Per Client Group Rate 

Education Development -Individual 

Education Development-Per Client Group Rate 

Tutoring -Individual 


Tutoring -Per Client Group Rate 
Case Management 
Medicaid Eligibility 

Facility Transitional Services-Individual 
Facility Transitional Services-Per Client Group Rate 
1 ransportation 


Community Service Management- Individual 

Community Service Management - Per client group Rate 
Financial Assistance 
Girl’s Circle 
Boy’s Council 

Program Support- The contractor may bill up to 12% of their total 
reimbursement for the program support. 


$250.00 per product 
$200.00 per product 
$ 100.00 per product 
$60.00 per product 
$50.00 per hour 
$20.00 per hour 
$50.00 per hour 
$20.00 per hour 
$50.00 per hour 
$20.00 per hour 
$50.00 per hour 
$20.00 per hour 
$50.00 per hour 
$20.00 per hour 
$40.00 per staff hour 
$40.00 per staff hour 
$50.00 per hour 
$20.00 per hour 
$20.00 per staff hour 
$35.00 per hour 
$20.00 per hour 
$500.00 max per client 
$25.00 per client hour 
$25.00 per client hour 
monthly unit rate 


The total compensation on this agreement for 
New Mexico gross receipts tax. 


FY16 shall not exceed $30,000.00 including 


4 Payment Provisions 

All payments under this Agreement are subject to the following provisions 

A. Acceptance - In accordance with Section 13-1-158 NMSA 1978 the agencv 
shall determine if the product or services provided meet specifications 8 N o y 
payment shall be made for any products or services until the products or 
sei vices have been accepted in writing by the procuring agency. Unless 
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otherwise agreed upon between the procuring agency and the Contractor, 
within fifteen (15) days from the date the procuring agency receives written 
notice fiom the Contractor that payment is requested for services or within 
thirty (30) days from the receipt of products, the procuring agency shall issue a 
written certification of complete or partial acceptance or rejection of the 
pioducts oi services. Unless the procuring agency gives notice of rejection 
within the specified time period, the products or services will be deemed to 
have been accepted. 


B. Issuance of Orders - Only written signed orders are valid under this Price 
Agieement. A Purchase Order is the approved form for state agencies issuing 
Contract Orders under this Price Agreement. Other authorized government 
entities may utilize Purchase Orders or forms adapted by them for their own 
use. 

C. Payment of Invoice - Upon acceptance that the products or services have 

been received and accepted, payment shall be tendered to the Contractor within 
thirty (30) days after the date of invoice. After the thirtieth day from the date 
that written certification of acceptance is issued, late payment charges shall be 
paid on the unpaid balance due on the contract to the Contractor at the rate of 
1.5 % per month. Contractor may submit invoices for payment no more 
fiequently than monthly. Payment will be made to the Contractor's designated 
mailing address. Payment on each invoice shall be due within 30 days from the 
date oi the acceptance of the invoice. The Procuring Agencies and the State 
agree to pay in full the balance shown on each account’s statement, by the due 
date shown on said statement. 

D. Late Charges. II the State fails to pay as required above, the Contractor may 
assess a late fee on the unpaid balance of more than 60 days. Late fees will be 
assess at a rate based upon the billing address of each State or Procuring 
Agency account; therefore, the periodic (monthly) late fee rate shall be 1.5% 
and the corresponding Annual Percentage Rate for the State of New Mexico 
will be 18%. No late fee on new purchases will be assessed during the billing 
cycle when the purchase was made. 


5. Term 


THIS AGREEMENT SHALL NOT BECOME EFFECTIVE UNTIL APPROVED IN 
WRITING BY THE AGENCY OR THE STATE PURCHASING AGENT, IF REQUIRED. This 
Agreement shall begin on date approved by the agency or the State Purchasing Agent, if the State 
Purchasing Agent has signed this Agreement, and end on June 30, 2016. The agency reserves the 
right to renew the contract on an annual basis for an additional seven (7) years by mutual 
Agreement not to exceed a total of eight (8) years in accordance with NMSA 1978 §13-1-150. 

6. Default and Force Maieurc 
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wi.hou^.tfJTr 8 ^ 'if ‘° C f a "f el a " ° r a " y P an of “">■ ° rd “ P'** d (his contract 
lthout cost to the State, if the Vendor fails to meet the provisions of this contract and, except as 

otherwise provided herein, to hold the Vendor liable for any excess cost occasioned by the State due 

to the Vendor S defeull. The Vendor shall not be liable for any excess costs if failure to perform the 

oi de. anses out of causes beyond the control and without the fault or negligence of the Vendor- such 

causes include but are not restricted to, acts of God or the public enemy, acts of the State or Federal 

Government, fires floods epidemics, quarantine restrictions, strikes, freight embargoes, unusually 

seyeie weather and defaults of subcontractors due to any of the above, unless the State shall 

determine that the supplies or services to be furnished by the subcontractor were obtainable from 

othci sources in sufficient time to permit the Vendor to meet the required delivery scheduled. The 

ngits and lemedies of the State provided in this paragraph shall not be exclusive and are in addition 

to any other rights now being provided by law or under this contract. 


7. 


Termination 


A. Gr ounds . The Agency may terminate this Agreement for convenience or cause. The 
of thiTAgreement 11 Y tCrminate th,S Agreement based upon the Agency’s uncured, material breach 

B - Notice: Agency Opportunity to Cure 

1. Except as otherwise provided in Paragraphs 7.A and 17, the Agency shall 
feminSn Wntten of termination at least thirt y ( 3 °) days prior to the intended date of 

. . Contractor shall give Agency written notice of termination at least thirty (30) 

days prior to the intended date of termination, which notice shall (i) identify all the Agencv’s 
material breaches of this Agreement upon which the termination is Lsed and (h) statethat The 
Agency must do t 0 cure such material breaches. Contractor’s notice of termination shall only be 
effective (i) if the Agency does not cure all material breaches within the thirty (30) day notice 
pei 10 oi (n) in the case of material breaches that cannot be cured within thirty (30) days the 
Agency does not, within the thirty (30) day notice period, notify the Contractor of its intent to cure 
and begin with due diligence to cure the material breach. 

3. Notwithstanding the foregoing, this Agreement may be terminated immediately 
upon wntten nottce to the Contractor (i) if the Contractor becomes unable to perform the services 
contracted for, as determined by the Agency; (ii) if, during the tenn of this Agreement the 
Contractor ts suspended or debarred by the State Purchasing Agent; or (iii) the Agreement is 
teiminated pursuant to Paragraph 17, “Appropriations”, of this Agreement. 

. C , i 4 a ^' li , ty ; . Exce P t as otherwise expressly allowed or provided under this Agreement 
he Agency s sole liability upon termination shall be to pay for acceptable work performed prior to 
ie Contiactoi s receipt or issuance of a notice of termination; provided , however , that a notice of 
termination shall not nullify or otherwise affect either party’s liability for pre-termination defaults 

thim! nm ° f thls Ag, - ee m ent - The Contractor shall submit an invoice for such work within 

thirty (30) days of receiving or sending the notice of termination. THIS PROVISION IS NDT 
EX CLUSIVE A ND DOES NOT WAIVE THE AGENCY'S OTH ER ,/rl V 

REMEDIES CAUSED BY THE CONTRACTOR’S DEF AULT/RREACH OF THIS AGREEMENT 


8 . 


Amendment 
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This Price Agreement may be amended by mutual Agreement of the State Purchasing Agent 
and the Contractor upon written notice by either party to the other. An amendment to this Price 
Agreement SHALL NOT AFFECT ANY OUTSTANDING ORDERS issued prior to the effective 
date of the amendment as mutually agreed upon, and as published by the State Purchasing Agent. 
Amendments affecting price adjustments and/or extension of contract expiration are not allowed 
unless specifically provided for in the bid and contract documents. 

A. This Agreement shall not be altered, changed or amended except by instrument in 
writing executed by the parties hereto and all other required signatories. 

B. If the Agency proposes an amendment to the Agreement to unilaterally reduce 
funding due to budget or other considerations, the Contractor shall, within thirty (30) days of receipt 
of the proposed Amendment, have the option to terminate the Agreement, pursuant to the 
termination provisions as set forth in Paragraph 7 herein, or to agree to the reduced funding. 

9. Status of Contractor 


The Contractor, and Contractor’s agents and employees, are independent Contractors for the 
agency and are not employees of the State of New Mexico. The Contractor, and Contractor’s agents 
and employees, shall not accrue leave, retirement, insurance, bonding, use of state vehicles, or any 
other benefits afforded to employees of the State of New Mexico as a result of this Agreement. The 
Contractor acknowledges that all sums received hereunder are personally reportable by the 
Contractor for income tax puiposes, including without limitation, self-employment tax and business 
income tax. The Contractor agrees not to purport to bind the State of New Mexico unless the 
Contractor has written authority to do so, and then only within the strict limits of that authority. 

10. Assignment 

A. Neither this price Agreement nor any orders placed under this price Agreement, nor any 
interest therein, nor claim thereunder, shall be assigned or transferred by the Vendor, except as set 
forth in subparagraph 10B below or as expressly authorized in writing by the State Purchasing 
Agent's office. No such assignment or transfer shall relieve the Vendor from the obligations and 
liabilities under this price Agreement. 

B. Vendor agrees that any and all claims for overcharge resulting from antitrust violations 
which are borne by the State as to goods, services, and materials purchased in connection with this 
bid are hereby assigned to the State. 


The Contractor shall not assign or transfer any interest in this Agreement or assign any 
claims for money due or to become due under this Agreement without the prior written approval of 
the Agency. 

The Contractor shall not subcontract any portion of the services to be performed under this 
Agreement without the prior written approval of the Agency. No such subcontract shall relieve the 
primary Contractor from its obligations and liabilities under this Agreement, nor shall any 
subcontract obligate direct payment from the Procuring Agency. 
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11. Non-Collusion 


In signing this Agreement, the Vendor/Contractor certifies the Vendor/Contractor has not, 
either directly or indirectly, entered into action in restraint of free competitive bidding in connection 
with this offer submitted to the State Purchasing Agent or agency or entity. 

12. Inspection of Plant 

The State Purchasing Agent or agency or entity that is a party to this Agreement may 
inspect, at any reasonable time during Contractor’s regular business hours and upon prior written 
notice, the Contractor s plant or place of business, or any subcontractor’s plant or place of business, 
which is related to the performance of this contract. 

13. Commercial Warranty 

The Vendor agrees that the tangible personal property or services furnished under this 
Agreement shall be covered by the most favorable commercial warranties the Vendor gives to any 
customer for such tangible personal property or services, and that the rights and remedies provided 
herein shall extend to the State and are in addition to and do not limit any rights afforded to the 
State by any other clause of this order. Vendor agrees not to disclaim warranties of fitness for a 
particular purpose or merchantability. 

14. Condition of Proposed Items 

Where tangible personal property is a part of this Agreement, all proposed items are to be 
NEW and of most current production, unless otherwise specified. 

15. Records and Audit 


During the term of this Agreement and for three years thereafter, the Contractor shall 
maintain detailed records pertaining to the services rendered and products delivered. These records 
shall be subject to inspection by the agency, the State Auditor and other appropriate state and federal 
authorities. The agency shall have the right to audit billings both before and after payment. 
Payment under this Agreement shall not foreclose the right of the agency to recover excessive or 
illegal payments. The Contractor agrees to comply with the requirements and regulations set forth in 
Attachment 1 - CYFD Administrative and Fiscal Standards, unless the Contractor effectively 
demonstrates in writing, with written approval from CYFD, that any specific Standard is 
inapplicable to such Contractor. 


16. Appropriations 


The terms of this Agreement, and any orders placed under it, are contingent upon sufficient 
appropriations and authorization being made by the legislature of New Mexico for the performance 
of this Agreement. If sufficient appropriations and authorization are not made by the legislature, 
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11 s Agreement, and any orders placed under it, shall terminate upon written notice being given by 
the agency to the Contractor. The agency’s decision as to whether sufficient appropriations are 
available shall be accepted by the Contractor and shall be final. If the Agency proposes an 
amendment to the Agreement to unilaterally reduce funding, the Contractor shall have the option to 
terminate the Agreement or to agree to the reduced funding, within thirty (30) days of receipt of the 
proposed amendment. 


17. Release 


The Contractor, upon final payment of the amount due under this Agreement, releases the 
agency, its officers and employees, and the State of New Mexico from all liabilities, claims and 
obligations whatsoever arising from or under this Agreement. The Contractor agrees not to purport 
o md the State of New Mexico, unless the Contractor has express written authority to do so and 
then only within the strict limits of that authority. 

18. Confidentiality 

Any confidential information provided to or developed by the Contractor in the performance 
of this Agreement shall be kept confidential and shall not be made available to any individual or 
oiganization by the Contractor without prior written approval by the procuring agency. 

19. Conflict of Interest 

A The Contractor represents and warrants that it presently has no interest and, during 
the term of this Agreement, shall not acquire any interest, direct or indirect, which would conflict in 
any manner or degree with the performance or services required under the Agreement The 
Contractor shall comply with any applicable provisions of the New Mexico Governmental Conduct 
Act and the New Mexico Financial Disclosures Act. 

B. 1 he Contiactoi i uither represents and warrants that it has complied with, and during 
the term of this Agreement, will continue to comply with, and that this Agreement complies with all 
applicable provisions of the Governmental Conduct Act, Chapter 10, Article 16 NMSA 1978. 

Without in anyway limiting the generality of the foregoing, the Contractor specifically represents 
and warrants that: ^ 

1) in accordance with NMSA 1978, § 10-16-4.3, the Contractor does not 
employ, has not employed, and will not employ during the term of this Agreement any 
Agency employee while such employee was or is employed by the Agency and participating 
directly or indirectly in the Agency’s contracting process; 

2) this Agreement complies with NMSA 1978, § 10-16-7(A) because (i) the 
Contractor is not a public officer or employee of the State; (ii) the Contractor is not a 
member of the family of a public officer or employee of the State; (iii) the Contractor is not 
a business in which a public officer or employee or the family of a public officer or 
employee has a substantial interest; or (iv) if the Contractor is a public officer or employee 
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of the State, a member of the family of a public officer or employee of the State, or a 
business in which a public officer or employee of the State or the family of a public officer 
or employee of the State has a substantial interest, public notice was given as required by 
NMSA 1978, § 10-16-7(A) and this Agreement was awarded pursuant to a competitive 
process; 

3) in accordance with NMSA 1978, § 10-16-8(A), (i) the Contractor is not, and 
has not been represented by, a person who has been a public officer or employee of the State 
within the preceding year and whose official act directly resulted in this Agreement and (ii) 
the Contractor is not, and has not been assisted in any way regarding this transaction by, a 
former public officer or employee of the State whose official act, while in State 
employment, directly resulted in the Agency's making this Agreement; 

4) this Agreement complies with NMSA 1978, § 10-16-9(A)because (i) the 
Contractor is not a legislator; (ii) the Contractor is not a member of a legislator's family; (iii) 
the Contractor is not a business in which a legislator or a legislator's family has a substantial 
interest; or (iv) if the Contractor is a legislator, a member of a legislator’s family, or a 
business in which a legislator or a legislator's family has a substantial interest, disclosure has 
been made as required by NMSA 1978, § 10-16-7(A), this Agreement is not a sole source or 
small purchase contract, and this Agreement was awarded in accordance with the provisions 
of the Procurement Code; 

5) in accordance with NMSA 1978, § 10-16-13, the Contractor has not directly 
participated in the preparation of specifications, qualifications or evaluation criteria for this 
Agreement or any procurement related to this Agreement; and 

6) in accordance with NMSA 1978, § 10-16-3 and § 10-16-13.3, the Contractor 
has not contributed, and during the term of this Agreement shall not contribute, anything of 
value to a public officer or employee of the Agency. 

C. Contractor’s representations and warranties in Paragraphs A and B of this Paragraph 
20 are material representations of fact upon which the Agency relied when this Agreement was 
entered into by the parties. Contractor shall provide immediate written notice to the Agency if, at 
any time during the term of this Agreement, Contractor learns that Contractor’s representations and 
warranties in Paragraphs A and B of this Paragraph 20 were erroneous on the effective date of this 
Agreement or have become erroneous by reason of new or changed circumstances. If it is later 
determined that Contractor’s representations and warranties in Paragraphs A and B of this 
Paragraph 20 were erroneous on the effective date of this Agreement or have become erroneous by 
reason of new or changed circumstances, in addition to other remedies available to the Agency and 
notwithstanding anything in the Agreement to the contrary, the Agency may immediately terminate 
the Agreement. 

D. All terms defined in the Governmental Conduct Act have the same meaning in this 
Paragraph . 

20. Approval of Contractor Representative(s) 

T he agency reserves the right to require a change in Contractor representative(s) if the 
assigned representative(s) are not, in the opinion of the agency, adequately serving the needs of the 
State of New Mexico. 
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21. Scope of Agreement; Merger 

1 his Agreement incorporates all the agreements, covenants, and understandings between the 
parties hereto concerning the subject matter hereof, and all such covenants, agreements and 
undei standings have been merged into this written Agreement. No prior agreements or 
understandings, verbal or otherwise, of the parties or their agents shall be valid or enforceable 
unless embodied in this Agreement. 

22. Notice 


The Procurement Code, Sections 13-1-28 through 13-1-199 NMSA 1978, imposes civil and 
ci iminal penalties tor its violation. In addition, the New Mexico criminal statutes impose felony 
penalties for bribes, gratuities and kickbacks. 

23. Equal Opportunity Compliance 

I he Contiactoi agrees to abide by all federal and state laws, rules and regulations, and 
executive orders of the Governor of the State of New Mexico, pertaining to equal employment 
opportunity. In accoidance with all such laws, rules, and regulations, and executive orders of the 
Governor of the State of New Mexico, the Contractor agrees to assure that no person in the United 
States shall on the grounds of race, religion, color, national origin, ancestry, sex, age, physical or 
mental handicap, or serious medical condition, spousal affiliation, sexual orientation or gender 
identity, be excluded from employment with or participation in, be denied the benefits of, or be 
otherwise subjected to discrimination under any program or activity performed under this 
Agieement. If Contractor is found not to be in compliance with these requirements during the life 
of this Agieement, Conti actoi agrees to take appropriate steps to correct these deficiencies. 


24. Indemnification 


The Conti actoi shall hold the state and its agencies and employees harmless and shall 
indemnify the state and its agencies and employees against any and all claims, suits, actions, 
liabilities and costs of any kind, including attorney's fees for personal injury or damage to property 
cii ising liom the acts oi omissions of the Contractor, its agents, officers, employees or 
subcontractors. The Contractor shall not be liable for any injury or damage as a result of any 
negligent act or omission committed by the agency, its officers or employees. 

25. New Mexico Employees Health Coverage 

A. If Contractor has, or grows to, six (6) or more employees who work, or who are 
expected to work, an average of at least 20 hours per week over a six (6) month period during the 
term ol the contract, Contractor certifies, by signing this agreement, to have in place, and agree to 
maintain for the term of the contract, health insurance for those employees and offer that health 
insurance to those employees if the expected annual value in the aggregate of any and all contracts 
between Contractor and the State exceed $250,000 dollars. 
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B. Contractor agrees to maintain a record of the number of employees who have (a) 
accepted health insurance; (b) declined health insurance due to other health insurance coverage 
alicady in place, 01 (c) declined health insurance for other reasons. These records are subject to 
review and audit by a representative of the state. 

C. Contractor agrees to advise all employees of the availability of State publicly 
financed health care coverage programs by providing each employee with, as a minimum, the 
following web site link to additional information: http://insurenewmexico.state.nm.us/ . 

26. Applicable Law 


The laws of the State of New Mexico shall govern this Agreement, without giving effect to 
its choice of law piovisions. Venue shall be proper only in a New Mexico court of competent 
jurisdiction in accordance with NMSA 1978, § 38-3-1 (G). By execution of this Agreement, 
Contractor acknowledges and agrees to the jurisdiction of the courts of the State of New Mexico 
over any and all lawsuits arising under or out of any term of this Agreement. 

27. Limitation of Liability 


The Contiactoi s liability to the agency, or any procuring agency, for any cause whatsoever 
shall be limited to the purchase price paid to the Contractor for the products and services that are the 
subject of the agency's, or the procuring agency’s, claim. The foregoing limitation does not apply to 
paragraph 25 of this Agreement or to damages resulting from personal injury caused by the 
Contractor's negligence. 

28. Arbitration 


Any controversy or claim arising between the parties shall be settled by arbitration pursuant 
to NMSA 1978 § 44-7A-1 etseq. 

29. Incorporation by Reference and Precedence 

If this Agreement has been procured pursuant to a request for proposals, this Agreement is 
derived from (1) the request for proposal, (including any written clarifications to the request for 
proposals and any agency response to questions); (2) the Contractor’s best and final offer; and (3) 
the Contractor’s response to the request for proposals. 

In the event of a dispute under this Agreement, applicable documents will be referred to for 
the purpose of clarification or for additional detail in the following order of precedence: (1) 
amendments to the Agreement in reverse chronological order; (2) the Agreement, including the 
scope of work and all terms and conditions thereof; (3) the request for proposals, including 
attachments thereto and written responses to questions and written clarifications; (4) the 
Contractor’s best and final offer if such has been made and accepted by the SPA or agency or entity; 
and (5) the Contractor’s response to the request for proposals. 
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The Contractor agrees to comply with state laws and rules applicable to workers’ 
compensation benefits for its employees. If the Contractor fails to comply with the Workers’ 

Compensation Act and applicable rules when required to do so, this Agreement may be terminated 
by the agency. 

31. Inspection 


If this contract is for the purchase of tangible personal property (goods), final inspection and 
acceptance shall be made at Destination. Tangible personal property rejected at Destination for 
non-conformance to specifications shall be removed at Contractor’s risk and expense promptly after 
notice of rejection and shall not be allowable as billable items for payment. 

32. Inspection of Services 

If this contract is for the purchase of services, the following terms shall apply. 

A. Services, as used in this Article, include services performed, workmanship, and 
material furnished or utilized in the performance of services. 

B. The Contractor shall provide and maintain an inspection system acceptable to the 
State Pui chasing Agent or other party to this Agreement covering the services under this 
Agreement. Complete records of all inspection work performed by the Contractor shall be 
maintained and made available to the State Purchasing Agent or other party to this Agreement 

during the term of performance of this Agreement and for as long thereafter as the Agreement 
requires. 

C. The State Purchasing Agent or other party to this Agreement has the right to inspect 
and test all services contemplated under this Agreement to the extent practicable at all times and 
places during the term of the Agreement. The State Purchasing Agent or other party to this 
Agreement shall perform inspections and tests in a manner that will not unduly delay or interfere 
with Contractor’s performance. 

D. If the State Purchasing Agent or other party to this Agreement performs inspections 

or tests on the premises of the Contractor or a subcontractor, the Contractor shall furnish, and shall 
require subcontractors to furnish, at no increase in contract price, all reasonable facilities and 
assistance for the safe and convenient performance of such inspections or tests. 

E. II any part of the services do not conform with the requirements of this Agreement 
the State Purchasing Agent or other party to this Agreement may require the Contractor to re-’ 
perform the services in conformity with the requirements of this Agreement at no increase in 
contract amount. When the defects in services cannot be corrected by re-performance, the State 
Purchasing Agent or other party to this Agreement may: 

(1) require the Contractor to take necessary action(s) to ensure that future 
performance conforms to the requirements of this Agreement; and 

(2) reduce the contract price to reflect the reduced value of the services performed. 

F. If the Contractor fails to promptly re-perform the services or to take the 
necessary action(s) to ensure future performance in conformity with the requirements of this 
Agieement, the State Purchasing Agent or other party to this Agreement may: 
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(1) by contract or otherwise, perform the services and charge to the Contractor any 
cost incurred by the State Purchasing Agent or other party to this Agreement that is directly related 
to the performance of such service; or 

(2) terminate the contract for default. 


T HL PROVISIONS OF THIS_ A RTICLE ARE NOT EXCLUSIVE AND DO NOT WAIVE THE 

S TATE PURCHASING AG ENTS, OR OTHER PARTY’S TO THISAGREEMENT OTHER LEGAL 

RIGHTS AND REMEDIES CAUSED BY THE CONTRACTOR'S DEFAULT/BRE ACH OF THIS 
AGREEMENT. 

33. Insurance 


If the sendees contemplated under this Agreement will be performed on or in State facilities 
ot property, Conti actor shall maintain in force during the entire term of this Agreement, the 
following insurance coverage(s), naming the State of New Mexico, General Services Department or 
other party to this Agreement as additional insured. 

A. Wotkers Compensation (including accident and disease coverage) at the statutory limit. 
Employers liability: $100,000. 

B. Comprehensive general liability (including endorsements providing broad form property 
damage, personal injury coverage and contractual assumption of liability for all liability the 
Contractor has assumed under this contract). Limits shall not be less than the following: 

a. Bodily injury: $1,000,000 per person /$1,000,000 per occurrence. 

b. Property damage or combined single limit coverage: $ 1,000,000. 

c. Automobile liability (including non-owned automobile coverage): $1 000 000. 

d. Umbrella: $1,000,000. 

C. Contractor shall maintain the above insurance for the term of this Agreement and name 
the State of New Mexico, General Services Department or other party to this Agreement as an 
additional insuied and provide for 30 days cancellation notice on any Certificate of Insurance form 
furnished by C ontiactoi. Such certificate shall also specifically state the coverage provided under 
the policy is piimaiy over any other valid and collectible insurance and provide a waiver of 
subrogation. 

34. lmpracticalitv of Performance 

A party shall be excused from performance under this Agreement for any period that the 
party is prevented from performing as a result of an act of God, strike, war, civil disturbance, 
epidemic, or court order, provided that the party has prudently and promptly acted to take any and 
all steps that are within the party's control to ensure performance. Subject to this provision, such 
non-performance shall not be deemed a default or a ground for termination. 

35. Invalid Term or Condition 
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If any term or condition of this Agreement shall be held invalid or unenforceable, the 
remainder of this Agreement shall not be affected and shall be valid and enforceable. 

36. Enforcement of Agreement 

A party's failure to require strict performance of any provision of this Agreement shall not 
waive or diminish that party's right thereafter to demand strict compliance with that or any other 
provision. No waiver by a party of any of its rights under this Agreement shall be effective unless 
express and in writing, and no effective waiver by a party of any of its rights shall be effective to 
waive any other rights. 

37. Patent, Copyright and Trade Secret Indemnification 

A. I he Contractor shall defend, at its own expense, the state and its agencies against 
any claim that any product or service provided under this Agreement infringes any patent, copyright 
to tiademark in the United States or Puerto Rico, and shall pay all costs, damages and attorneys’ 
fees that a court finally awards as a result of any such claim. In addition, if any third party obtains a 
judgment against the agency based upon Contractor’s trade secret infringement relating to any 
product or services provided under this Agreement, the Contractor agrees to reimburse the state for 
all costs, attorneys’ fees and amount of the judgment. To qualify for such defense and or payment, 
the agency shall: 

i. give the Contractor prompt written notice within 48 hours of any claim; 

ii. allow the Contractor to control the defense of settlement of the claim; and 

iii. cooperate with the Contractor in a reasonable way to facilitate the defense or 

settlement of the claim. 

B. If any product or service becomes, or in the Contractor’s opinion is likely to 
become the subject of a claim of infringement, the Contractor shall at its option and expense: 

i. provide the agency the right to continue using the product or service and fully 
indemnify the agency against all claims that may arise out of the agency’s use of the product or 
service; 

ii. replace or modify the product or service so that it becomes non-infringing; or, 

iii. accept the return of the product or service and refund an amount equal to the value of 
the returned pioduct or service, less the unpaid portion of the purchase price and any other amounts, 
which are due to the Contractor. The Contractor’s obligation will be void as to any product or 
service modified by the agency to the extent such modification is the cause of the claim. 

38. Survival 


The Agreement paragraphs titled “Patent, Copyright, Trademark, and Trade Secret 
Indemnification; Indemnification; and Limit of Liability” shall survive the expiration of this 
Agreement. Software licenses, leases, maintenance and any other unexpired Agreements that were 
entered into under the terms and conditions of this Agreement shall survive this Agreement 

39. Employee Pay Equity Reporting 


Contractor agrees if it has ten (10) or more New Mexico employees OR eight (8) or more 
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employees in the same job classification, at any time during the term of this contract, to complete 
and submit the PEI 0-249 form on the annual anniversary of the initial report submittal for contracts 
up to one (1) year in duration. If contractor has (250) or more employees contractor must complete 
and submit the PE250 form on the annual anniversary of the initial report submittal for contracts up 
to one (1) year in duration. For contracts that extend beyond one (1) calendar year, or are extended 
beyond one (1) calendar year, contractor also agrees to complete and submit the PEI0-249 or 
PE250 form, whichever is applicable, within thirty (30) days of the annual contract anniversary date 
of the initial submittal date or, if more than 180 days has elapsed since submittal of the last report, 
at the completion of the contract, whichever comes first. Should contractor not meet the size 
requirement for reporting at contract award but subsequently grows such that they meet or exceed 
the size requirement for reporting, contractor agrees to provide the required report within ninety (90 
days) of meeting or exceeding the size requirement. That submittal date shall serve as the basis for 
submittals requited thereafter. Contractor also agrees to levy this requirement on any 
subcontractor(s) performing more than 10% of the dollar value of this contract if said 
subcontractor(s) meets, or grows to meet, the stated employee size thresholds during the term of the 
contract. Contractor further agrees that, should one or more subcontractor not meet the size 
requirement for reporting at contract award but subsequently grows such that they meet or exceed 
the size requirement for reporting, contractor will submit the required report, for each such 
subcontiactoi, within ninety (90 days) of that subcontractor meeting or exceeding the size 
requirement. Subsequent report submittals, on behalf of each such subcontractor, shall be'due on the 
annual anniversary of the initial report submittal. Contractor shall submit the required form(s) to the 
State Purchasing Division of the General Services Department, and other departments as may be 
determined, on behalf of the applicable subcontractor(s) in accordance with the schedule contained 
in this paragraph. Contractor acknowledges that this subcontractor requirement applies even though 
contractor itself may not meet the size requirement for reporting and be required to report itself. 
Notwithstanding the foregoing, if this Contract was procured pursuant to a solicitation, and if 
Contractor has already submitted the required report accompanying their response to such 
solicitation, the report does not need to be re-submitted with this Agreement. 

40. Disclosure Regarding Responsibility 

A. Any piospective Contractor and any of its Principals who enter into a contract greater 
than sixty thousand dollars ($60,000.00) with any state agency or local public body for professional 
services, tangible personal property, services or construction agrees to disclose whether the 
Contractor, or any principal of the Contractor’s company: 


Page 20 of 35 





CONTRACT # 16-690-19498 
RFP # 60-690-15-13251 

1. is presently debarred, suspended, proposed for debarment, or declared ineligible for award 
of contract by any federal entity, state agency or local public body; 

2. has within a three-year period preceding this offer, been convicted in a criminal matter or 

had a civil judgment rendered against them for: 

a. the commission of fraud or a criminal offense in connection with obtaining, 

attempting to obtain, or performing a public (federal, state or local) contract or 
subcontract; 

b. violation of Federal or state antitrust statutes related to the submission of offers; or 

c. the commission in any federal or state jurisdiction of embezzlement, theft, forgery, 

bribery, falsification or destruction of records, making false statements, tax evasion, 
violation of Federal criminal tax law, or receiving stolen property; 

3. is presently indicted for, or otherwise criminally or civilly charged by any (federal state or 

local) government entity with the commission of any of the offenses enumerated in 
paragraph B of this disclosure; 

4. has, preceding this oiler, been notified of any delinquent Federal or state taxes in an amount 
that exceeds $3,000.00 of which the liability remains unsatisfied. Taxes are considered 
delinquent if the following criteria apply. 

a. The tax liability is finally determined. The liability is finally determined if it has 
been assessed. A liability is not finally determined if there is a pending 
administrative orjudicial challenge. In the case of a judicial challenge of the 
liability, the liability is not finally determined until all judicial appeal rights have 
been exhausted. 

b. The taxpayer is delinquent in making payment. A taxpayer is delinquent if the 
taxpayer has failed to pay the tax liability when full payment was due and 
required. A taxpayer is not delinquent in cases where enforced collection action 
is precluded. 

c. Have within a three year period preceding this offer, had one or more contracts 
terminated for default by any federal or state agency or local public body.) 

B. Principal, for the purpose of this disclosure, means an officer, director, owner, partner, or 
a person having primary management or supervisory responsibilities within a business entity or 
related entities. 

C. The Contractor shall provide immediate written notice to the State Purchasing Agent or 
other party to this Agreement if, at any time during the term of this Agreement, the Contractor 
Icains that the Contiactoi s disclosure was at any time erroneous or became erroneous by reason of 
changed circumstances. 

D. A disclosure that any of the items in this requirement exist will not necessarily result in 
termination of this Agreement. However, the disclosure will be considered in the determination of 
the Contractor’s responsibility and ability to perform under this Agreement. Failure of the 
Contractor to furnish a disclosure or provide additional information as requested will be grounds for 
immediate termination of this Agreement pursuant to the conditions set forth in Paragraph 7 of this 
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Agreement. 

E. No t ] lin g contained in the foregoing shall be construed to require establishment of a 
system ol records in order to render, in good faith, the disclosure required by this document The 
knowledge and information of a Contractor is not required to exceed that which is the normally 
possessed by a prudent person in the ordinary course of business dealings. 

F. The disclosure requirement provided is a material representation of fact upon which 

reliance was placed when making an award and is a continuing material representation of the facts 
during the term of this Agreement. If during the performance of the contract, the Contractor is 
indicted for or otherwise criminally or civilly charged by any government entity (federal, state or 
local) with commission of any offenses named in this document the Contractor must provide 
immediate written notice to the State Purchasing Agent or other party to this Agreement. If it is 
atei determined that the Contractor knowingly rendered an erroneous disclosure, in addition to 
other remedies available to the Government, the State Purchasing Agent or Central Purchasing 
Officer may terminate the involved contract for cause. Still further the State Purchasing Agent or 
Central Purchasing Officer may suspend or debar the Contractor from eligibility for future 
solicitations until such time as the matter is resolved to the satisfaction of the State Purchasing 
Agent or Central Purchasing Officer. fc 

41 • Public Works Minimum Wage Act 

A. If this contract is in excess of sixty thousand dollars ($60,000) and is for construction 
alteration demolition or repair (or any combination of these including painting and decorating of 
state public buildings, state public works or state public roads and requires or involves the 
employment of mechanics, laborers or both), the requirements of the Public Works Minimum Wage 
Act, as set forth in Sections 13-4-10 through 13-4-17 are hereby incorporated into this Contract. 

B. The minimum wages and fringe benefits to be paid to various classes of laborers and 
mechanics at all tiers under this contract shall be based upon the wages and benefits determined by 
the Director of the Labor Relations Division of the New Mexico Department of Workforce 
Solutions al the time of individual contract award under the authority of Sections 13-4-10 through 
13-4-17 NMSA 1978. Using Agencies are responsible for contacting the Labor Relations Division 

lor the current wage rate decision applicable to any resultant contract issued under this agreement 
and incorporation therein. 

C. Such incorporated Wage Decision shall stipulate the Contractor, Subcontractor, 

Employer, or person acting as Contractor shall pay all mechanics and laborers employed on the site 
o t ic project, unconditionally and not less often than once a week and without subsequent unlawful 
deduction or rebate on any account, the full amounts accrued at time of payment computed at wage 
* ates fnnge benefit rates not less than those determined pursuant to Subsection B of Section 13- 
4-11 NMSA 1978 to be the prevailing wage rates and prevailing fringe benefit rates issued for the 


D. The Contractor receiving any such award to which the Act applies shall cause this 
provision to be placed in all subcontracts awarded by Contractor. 
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E ; In the event during performance under this Contract, if the Director of the Labor 
Relations Division makes a written finding that any laborer or mechanic employed on the site of the 
project has been or is being paid as a result of a willful violation a wage rate or fringe benefit rate 
less than the rates required, the contracting Agency may, by written notice to the Contractor, 
subcontractor, employer or person acting as a Contractor, terminate the right to proceed with the 
woik 01 part of the work as to which there has been a willful violation to pay the required wages or 
fi inge benefits, and the contiacting Agency may prosecute the work to completion by contract or 
otherwise, and the Conti actor or person acting as a Contractor and the Contractor’s or person’s 
sureties shall be liable to the State for any excess costs occasioned thereby. Any party receiving 
notice of termination of a project or subcontract may appeal the finding of the Director of the Labor 
Relations Division as provided in the Public Works Minimum Wage Act. 

42. Suspension, Delay or Interruption of Work 

The State Purchasing Agent or other party to this Agreement may, without cause, order the 
Contractor, in writing, to suspend, delay or interrupt the work in whole or in part for such period of 
time as the State Purchasing Agent or other party to this Agreement may determine. The contract 
sum and contract time shall be adjusted for increases in cost and/or time associated with 
Contractor’s compliance therewith. Upon receipt of such notice, Contractor shall leave the jobsite 
and any equipment in a safe condition prior to departing. Contractor must assert rights to additional 
compensation within thirty (30) days after suspension of work is lifted and return to work is 
authorized. Any compensation requested for which entitlement is granted and the contract sum 
adjusted, shall have profit included (for work completed) and for cost only (not profit) for 
Contractor costs incurred directly tied to the suspension itself and not otherwise covered by 
Contract remedy. Any change in Total Compensation must be reflected in an Amendment executed 
pursuant to Section 8 of this Agreement. 

43. Administrative Fees 

RESERVED. 

44. Notification 

Either party may give written notice to the other party in accordance with the terms of this 
Paragraph 45. Any written notice required or permitted to be given hereunder shall be deemed to 
have been given on the date of delivery if delivered by personal service or hand delivery or three (3) 
business days after being mailed. 


To agency: 


Lawrence O. Maxwell, State Purchasing Agent 


Office address: 

(for express carrier 
and hand deliveries) 


1100 South St. Francis Drive 
Joseph M. Montoya Building, Rm. 2016 
Santa Fe, New Mexico 87505-4108 
(505) 827-0472 (voice) 

(505) 827-2484 (fax) 

Lawrence.maxwelFaistate.nm.us 
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To Contractor: Traci Neff 

San Juan County 
851 Andrea Dr. 
Farmington, NM 87401 


Either party may change its representative or address above by written notice to the other in 

zzZTc&szr of ,his Para8raph 44 - The carter for maii ddi ™^ - «*« -sfc 


45. Succession 


parties. ™ $ Agreemem Shal1 ex,end <0 a " d bi " di "8 u P on <he successors and assigns of the 


46. Headings 

Any and all headings herein are inserted only for convenience and ease of reference and 
c e not to be considered in the construction or interpretation of any provision of this Agreement 
umbered or lettered provisions, sections and subsections contained herein, refer onlyto 
ptovisions, sections and subsections of this Agreement unless otherwise expressly stated 
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IN WITNESS WHEREOF, the parties have executed this Agreement as of the date of execution by: 


b 5f -L/rruvfct 

Monique Jacobson 


, Cabinet Seer 


LjO 


ecretary or Designate 


D ate: — ij ~711 l# 


By: 



CYFD Legal Counsel or Designate 


Date:_j, ^r 


By: _ 

Sandra Steckter, CYFD Chief Financial Officer 


By: AL )kh 

Contractor 


-COo 


Date: bl-li. 


Date 




The records ol the Taxation and Revenue Department reflect that the Contractor is registered with 

iompeTsminVaxes ' ° f ‘ he S ' a “ ° f N ™ MeXiC ° ‘° ™ * ross <***» »<* 


ID Number: 01-508632-001 


By: 


(jj/YltA LuuitA 

1 axation and Revenue Department 



This Agreement has been approved by the State Purchasing Agent of New Mexico: 







State Purchasing Agent 




APPROVED AS TO FORM 
SAN JUAN COUNTY ATTORNEY 
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Attachment 1 


CHILDREN, YOUTH AND FAMILIES DEPARTMENT’S 

ADMINISTRATIVE 

AND 

FISCAL STANDARDS 

For Sole Proprietors, 

For Non-Profit Organizations, 

Local Bodies of Government, 


And 


For-Profit Incorporated Entities 


Revised September 3,2013 


writruu requirements the contract 
Administrative and Fiscal Standards. 



ai e required to follow audit and reporting 
" ‘"’ent of a contradiction between these 
act agreement supersedes the 


is as 
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A. ADMINISTRATIVE STANDARDS 

lor Non-Profit Organizations (with the exception of New Mexico higher education 


1. I he Board shall ensure that the agency has current articles of incorporation that meet all of 
the legal requirements of the governmental jurisdiction in which the contractor is located. 

2. The Board shall ensure that the agency has current by laws that are filed with the appropriate 
local, state, or federal body. At a minimum, the agency by-laws should include: 

a. Membership (types, qualification, rights, duties); 

b. Size of Board of Directors; 

c. Method of selection and removal; 

d. Duties and responsibilities of officers; 

e. Committees; 

f. Quorums; 

g. Recording of minutes; 

h. Method for amending by-laws. 

3. The Board shall ensure that the agency complies with applicable legal requirements and 
regulations of all governmental and legally authorized agencies under whose authorities it 
operates. These include, but are not limited to those regarding equal employment 

opportunity, workers compensation, unemployment insurance, affirmative action safety 
licensing, etc. 5 J9 

4. Board members shall be residents of the area served by the organization and representative 
ol the social, economic, linguistic, ethnic, and racial target population. The agency shall 
not employ a person related to a Board member by consanguinity or affinity within the third 
degree. 1 his includes, but is not limited to, spouse, mother, father, brother, sister 
grandparents, aunt, uncle, niece, nephew, first cousins, mother-in-law, father-in-law' 
brother-in-law or sister-in-law. 

5. A permanent record shall be kept of all meetings of the Board. Minutes of the meetings of 
t ie agency s Board are required in order to accurately record the decisions made and actions 
takem These minutes shall include, but not be limited to, meeting date, names of members 
a ending, topic discussed, decisions reached, actions taken, and attachment of any 
documents referenced. Board minutes shall be signed and approved by an officer of the 


For All Contractors 

Personnel 
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1. The contractor shall have a current and dated organization chart that accurately reflects the 
staff structure of authority, responsibility and accountability within the organization. The 
organizational chart must illustrate the relationship of each position or department to all 
other positions or departments within the organization. 

2. The contractor shall have written personnel policies and procedures. All policies and 
procedures shall be reviewed annually, and any changes, additions, deletions, etc., shall be 
dated. Procedures must be in place that allows employees to provide input into changes in 
agency and personnel policies and procedures. 

3. The contractor shall maintain current, written job descriptions and job qualifications for all 
positions (staff, consultants and direct service volunteers) in the agency. Each job 
description shall include, at a minimum: 

a. Job title; 

b. Salary range; 

c. Duties; 

d. Responsibilities of the positions; 

e. Required minimum experience; 

f. Required minimum training; 

g. Required minimum education. 

4. The contractor shall maintain a current, accurate and confidential personnel record for each 
paid and direct service volunteer employee. A personnel record on each employee shall 
contain, at a minimum; 

a. Job description; 

b. Initial application/resume; 

c. Documentation of reference letters; 

d. Result of employment investigation; 

e. Background checks; 

1. CYFD contractors that have or could have primary custody of children for at 
least twenty hours per week are required to comply with NMAC 8.8.3 et. seq. 
requiring background checks on any employee, staff, volunteer or student 
intern, that has direct care responsibilities or potential unsupervised physical 
access to clients. The contractor must submit to CYFD Background Check 
Unit fingerprint cards and the appropriate fee for such employees, volunteers 
or staff required having background checks. CYFD Background Check Unit 
will conduct nationwide, state and abuse and neglect background checks on 
required staff or volunteers in accordance with NMAC 8.8.3 standards. A 
CYFD eligibility letter must be in the employee, volunteer or staff member’s 
personnel file prior to that individual having any unsupervised direct contact 
or unsupervised potential access to clients. 

f. Education/experience required; 

g. Wage and salary information; 

h. Job performance evaluation; 

i. Documentation/verification of all previous and ongoing training (including all 
component specific training and education); 
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j. Incident reports; 

k. Commendations or disciplinary actions (if any). 


This mfonnation must he reliable, accurate and current. All employee records must be kept 
in a locked file to ensure confidentiality. P 

5 ' Il! e . C t ° ntraC f 0 I Sha " bC hea u ded by 3 direct0r ' The director shaI1 be responsible for the daily 
p ration of the agency through decision-making, authorization of expenditures, and the 
implementation of policies and procedures. ’ 

II. Physical Facilities 


constructed tan ™ed 1l 8 requlrements P" classification and should be located, 

sti acted, equipped and operated to promote the efficient and effective conduct of the 

contractor's programs, to protect the health and safety of the persons serviced , 

promote the integration of those served into the community. ZJ £££££s“aff 

^ AmeriCa "' S Wi ‘ h DiSaWMtieS A “ < ADA > - *c C-Frae 


A. FISCAL STANDARDS 
For All Contractors 

HI. Compliance 


1. I he contractor shall comply with all federal and state statutes, rules and regulations Cost 
pu nciples, administrative requirements and audit ^ iii^i. applicable faffed*ml 
shall apply to state funds. See attached Source Sheet. 2 - 

2 ‘ contra ct°r shall comply with all aspects of the provision of the contact, including all 
nsurance, bonding and audit and financial reporting requirements. 


Insurance 


Tire contractor with the exception of New Mexico higher education institutions, shall obtain 
and maintain at all times during the term of this contract an Employee Dishonesty Policy 
covenng le activities of the contractor in the amount of no less than 25% of the total 
(cumulative) dollar amount of the current CYFD contract(s). 

The contractor shall obtain and maintain at all times during the term of this contract a 
genera and professional liability insurance policy issued by an insurance company licensed 
to do business in the State of New Mexico. The policy shall include h'ability insurance 

pmpertyarSng^“tof? “T* ° f * leaSt (t $100 ’ 000 for da ™ge to or destruction of 
propert> arising out of a single occurrence; $300,000 to any person for any number of 


Page 29 of 35 














CONTRACT # 16-690-19498 
RFP # 60-690-15-13251 

claims arising out of a single occurrence for all damages other than property damage; or 
$500,000 for all claims arising out of a single occurrence. The policy shall be secured by’the 
contractoi within thirty (30) days of the effective date of the current contract. 

3. Jhe contractor, with the exception of New Mexico higher education institutions if insured 
by General Services Department’s Risk Management Division, shall secure and maintain 
sufficient fire and extended hazard insurance on all property in the custody of the contractor, 
which is furnished or owned by the Department or in which the Department has a financial 
interest, within thirty (30) days of the effective date of the current agreement. Sufficient 
insurance, for the purposes of this paragraph, means enough to cover CYFD’s loss, if any to 
such property, in the event of fire or other hazard. 

4. The contractor, with the exception of New Mexico higher education institutions if insured 
by General Services Department’s Risk Management Division, shall name Children, Youth 
and Families Department as an “Additional Insured” with the insurance carrier of the 
contractor s liability insurance. A copy of the contractor’s “Certificate of Liability 
Insurance pioving compliance with all the above insurance requirements must be available 
upon request. 

IV. 

V. Fiscal Books of Records 


The contractor must maintain the following books of record: 

1. Chart of Accounts 

2. General Ledger 

3. Cash receipts and Cash Disbursements Journals 

4. General Journal of adjusting entries, correcting entries, accrual entries, and cost allocation 
entries if not provided for in cash journals. 

5. Subsidiary ledgers, if applicable to the organization. 

6. Any Capital Outlay Inventory purchased with CYFD funding includes at a minimum: 

a. Description of property; 

b. Serial number or other ID number; 

c. Date of purchase; 

d. Acquisition cost by funding source(s); 

e. Location and use of property; 

f. Disposition data including date and price, if any. 

7. Payroll journals and employee earnings records. 

8. Fiscal Policy and Procedures that must include: 
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a. Handling of cash/checks; 

b. Handling of voided checks; 

c. Authorized check signatures; 

d. Bank reconciliations; 

e. Separation of duties; 

f. Accounting system; 

g. Travel; 

h. Cost allocation method; 

i. Accounting policies for donations. 

VI. Reports 


'• Th ' con ‘rf 0 tor shall complete in full the State and Federal payroll tax forms in accordance 
lrame' eqU *””* Pe "° d ^ Sha " mSUre payro11 taxes are P aid within the required time 

Z o?L C r Ct ° r Sha " C ° mPle,e ^ fU " a " d SUbm “ ‘ he re< l uired f0 ™ s »f'State Department 

3 ' m talhe 00 ““ timely Pr ° 8ram a " d finanCi! " ^ 10 * h ' fund ‘ n 8 agencies as 

Retention of Records 

The following are the requirements for the retention of financial records: 

• he contractor shall maintain for three (3) years, (in addition to current year records') 
detailed accounting and billing records which indicate the date, time, and nature of services 3 
lendeied, records relating to contract services, and all operating financial documentation 

or tLirlesignee JCCt t0 mSpeCt, ° n by the De P arlment and if applicable, the State Auditor 

2. The Department shall have a right to audit billings and related documents both before and 
aftei payment Payments made under a contract between the contractor and the Department 
shall no foreclose the right of the Department to recover excessive, illeglll^^SS 
payments which are not in accordance with the contract. 

3. The contractor shall maintain the funds from the CYFD contract separately in accurate 

p^ udplesTmfandTderelT a '’ d 7° rts | inacc0rda "“ with generally accepted accounting 
pi inciples, state and fede.al laws and regulation, and the requirements of the Departments as 

desci ibed m this Admin istrative and Fiscal Standards Guidance P 

4 ' "Ti?' , management s y $tems established by the contractor shall ensure it provides 

fiscal and budgetary controls as well as sound accounting procedures A Sch^HnlP f 
Reven ues & Expenditures Budge, to Actual fVnn pariron mustl^S 
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and submitted to the Department at the same time as the annual financial audit or financial 
statement. The S chedule must include the approved original budget for the fiscal year, 
revised budget, actual revenue and expenditures and a variance column. 


Audits 


NOTE: Audit and financial reporting requirements are applicable to all contractors of Children 
Youth and Families Department. 

1. Sole proprietor contractors receiving Department funds under $100,000.00 must submit to 
the Department the Sole Proprietor Business Reporting Form “Schedule C”. Sole Proprietor 
billings are subject to review by the CYFD contract and program site reviewers and must be 
available upon request. A Sole Proprietorship is a type of business entity that is owned and 

run by one individual and in which there is no legal distinction between the owner and the 
business. 

2. Audits for a contractor receiving under $150,000.00 per year in cumulative Department 
funds (a total of all CYFD contracts awarded to the contractor within a fiscal year) whose 
Board has elected to not conduct an audit must comply with the following: 

a) The contractor shall prepare financial statements that include a Revenue and 
Expenditure - Budget to Actual Comparison, Balance Sheet or Statement of New 
Assets and Income Statement or Statement of Activities. The contractor shall 
disclose the method of accounting used (cash or accrual) to prepare such statements. 
I he Revenues and Expenditures — Budget to Actual Comparison statement must 
include the original budget for the fiscal year as approved by the Board, revised 
budget, actual revenue and expenditures and variance column. A cash disbursement 
and cash receipt journal cannot take the place of the Balance Sheet and Income 
Statement. These financial statements shall be available upon request to the 
Department s Contract/Audit Unit within three (3) months of the contractor’s fiscal 
year end. 

b) This section (Section 2) does not apply to sole proprietor contracts covered under 
Audits section 1. 

3. Audits for a contractor receiving $150,000.00 to $300,000.00 per year in cumulative 
Department funds (a total of all CYFD contracts awarded to the contractor with in a fiscal 
year) whose Board has elected to not conduct an audit must comply with the following: 

a) The contractor shall have an Independent Auditor’s Report of Agreed-Upon 
Piocedmes (AUP) to ensure compliance with contract requirements in accordance 
with General Accepted Accounting Practice (GAAP). The AUP report shall be 
available upon request to the Department’s Contract/Audit Unit within nine (9) 
months of the contractor’s fiscal year end. 

b) The contractor shall ensure that the selected accounting firm performing the AUP 
report is rotated every six (6) years (or less if mandated by the State Auditor) with a 
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minimum two-year break. The selected accounting firm shall not have provided 
non-auditing services within the year being reviewed. 


4. Audits for a contractor receiving $300,000.00 or greater per year in cumulative Department 
funds (a total of all CYFD contracts awarded to the contractor with in a fiscal year): 


a) The contractor shall have an Independent Audit Report that conforms to the General 
Accounting Standards (Yellow Book) as recommended by GAO. This Independent 
Audit Report shall be available upon request to the Department’s Contract/Audit 
Unit within nine (9) months of the contractor’s fiscal year end. The contractor must 

also submit a copy of any Management Letter Comments issued by the Independent 
Auditor in a separate report. 


5. 


b) The contractor shall ensure that the auditor or auditing firm performing the audit 
leport is rotated every six (6) years (or less if mandated by the State Auditor) with a 
minimum two year break. The selected auditor shall not have provided non-auditing 
services within the year being audited. 

Audit for an contractor receiving over $500,000.00 per year in cumulative Federal funds (a 
total of all contracts awarded to the contractor with in a fiscal year) the contractor must 

AnHit, 6 3 f a 7T ,r ' d by tHe U - S ' ° fflce of Management and Budget, Circular A-133 
Audits of States, Local Governments and Non-Profit Organizations, and U.S. Office of 

anagement and Budget, Circular A-21, Cost Principles for Educational Institutions The 

!f b !f. UP ° n reqUeSt 3 C ° Py ° f any Mana gement Letter Comments 
issued by the Independent Auditor in a separate report. 


a) The Contractor must have available upon request their audited financial statements 
within nine (9) months of their fiscal year end to the Agency’s Contract/Audit Unit. 
The Contractor must also have available upon request the Management Letter 
Comments issued by the Independent Auditor in a separate report. 


b) 


The contractor shall ensure that the auditor or auditing firm performing the audit 
leport is rotated every six (6) years (or less if mandated by the State Auditor) with a 
minimum two-year break. The selected auditor shall not have provided non-auditing 
services within the year being audited. 


6. Financial Statements, AUP and Audits must be mailed to: 


Children, Youth and Families Department 
Contract/Audit Unit 
P.O. Box 5160 
Santa Fe, NM 87502 
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SOURCE SHFFT 


a. ADMINISTRATIVE REQUIREMENTS 

Uniform Administrative Requirements for Grants and Cooperative Agreements to State and 

Local Governments; also known as the Common Rule. 

OMB Circular A-110 Grants and Agreements with Institutions of Higher Education 
Hospitals and Other Non-Profit Organizations. ’ 

VII. COST PRINCIPLES 


OMB Circular A-21, Cost Principles for Educational Institutions 
OMB Circular A-87, Cost Principles for State and Local Governments. 
OMB Circular A-122, Cost Principles for Non-Profit Organizations. 
FASB and AICPA Statements and Professional Pronouncements. 

VIII. AUDITS 


OMB Circular A-133 Audits of States, Local Governments and Non-Profit Organizations. 
n^l C °Z 1 ! anCe Sl 'PP lement for Audi * of States, Local Governments and Non-Profit 


Current rev^OT) C0Untin8 G ° Vemment Auditin S Standards, (The Yellow Book, 
TASB and AICPA Statements and Professional Pronouncements. 
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Attachment 2 - Business Associate Agreement 


H1PAA 3 business , ass ° ciate agreement in compliance with 45 CFR Section 160 504(e)(2) of the 

whether m electronic or physical form, shall be limited to the minimum 

agree“e Cots " ,he Sc0pe ° f W “* * which *• have 

«—«o 

After the expiration of this Contract, whether because a partv has cancelled it it ;<> c n 
executed or for any other cause. Contractor shall return aX documentsloLL*tv 

tions to avoid - un “ 

‘ n2eH C t 0r r derStandS k iS res P° nsible for reporting unauthorized disclosures, including but not 
Medlo e lectionic security violations, to the Department’s privacy office or the federal Office 
of Civil Rights. Contractor also understands it is responsible for reporting I 
oi puiposes other than treatment, payment or operations to the Department’s privacy office. 

Contractor agrees to bind their agents and subcontractors to the terms of this agreement. 

^ i i B j , ^ an aiid ,equest cha,iges » the 
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